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BOROUGH  OF  FOLKESTONE. 


REPORT. 


To  the  Town  Council  of  the  Borough  of  Folkestone. 

(Copy.) 

32,  Sandgate  Road, 

Folkestone, 

January  24th,  1895 

Gentlemen, 

I have  the  honour  to  report  for  your  informa- 
tion that  during  the  year  ending  December  31st, 
1894,  623  births  and  363  deaths  were  registered, 
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giving  a birth  rate  of  24-  1 and  a gross  death  rate 
of  14-06  in  an  estimated  population  of  25,800 
(calculated  from  logarithms).  Forty-two  deaths 
are  returned  among  persons  not  belonging  to  the 
district,  therefore  the  corrected  death  rate  is  12-4 
for  the  permanent  population. 

The  area  of  the  Borough  is  2481  acres  which 
gives  a density  of  population  10-3  persons  per 
acre. 

The  following  Table  shows  the  Birth  and 
Death  rates  since  1888. 
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Of  the  total  number  of  deaths,  54  are  due  to 
Zymotic  diseases.  The  following  table  shows  the 
deaths  due  to  the  seven  principal  Zymotic  diseases, 
since  1890. 
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Table  B. 
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Thus  gives  a Zymotic  death  rate  for  those 
years,  as  follows  : 
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The  Infant  Mortality  rate  which  is  based  upon 
the  number  of  children  under  one  year,  dying  out 
of  those  born  during  the  year,  recorded  per  1000 
is  io5'9,  which  is  a decided  improvement  on  the 
last  two  years. 
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Zymotic  Diseases. — On  referring  to  table  B one  sees  that 
Diphtheria,  including  Croup,  is  responsible  for  47  deaths 
out  of  a total  of  54. 


DIPHTHERIA  CHART  FOR  1894. 
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Diphtheria.— There  has  been  a severe  epidemic  of  this 
disease,  264  cases  including  three  of  Croup,  having  been 
notified  with  a mortality  of  47,  including  three  of  Croup, 
giving  a case  mortality  of  17-8%  which  is  decidedly  low 
for  diphtheria.  The  last  two  deaths,  in  December, 
occurred  in  imported  cases,  the  first  came  from  Hastings 
and  was  the  child  of  some  “ tramps.”  The  second  was 
admitted  from  Hawkinge  in  a moribund  condition. 

In  October  I furnished  you  with  a Special  Report  on 
its  prevalency,  probable  causes,  and  mode  of  dissemina- 
tion, during  the  first  three  quarters  of  the  year.  Briefly 
summed  up  its  cause  was  due  to  infection  among 
scholars  attending  the  elementary  public  schools, 
being  a continuance  of  the  outbreak  in  1893.  The 
disease  was  principally  confined  to  children  attending 
the  above-mentioned  schools,  those  in  the  North  and 
East  Wards  suffering  the  most.  I frequently  examined 
myself,  the  scholars  at  the  various  schools  with  a view  to 
isolating  and  quarantining  those  suffering  from  sore 
throats,  and  personally  examined  the  premises  of  those 
schools  with  the  Sanitary  Inspector,  certain  presented 
serious  sanitary  defeats  which  have  been  alluded  to  in  my 
special  Report.  These  defects  have  now  been  made 
good,  and  with  very  good  results  as  regards  the  de- 
crease of  the  disease.  The  school  authorities  have 
frequently  had  their  attention  called  to  the  necessity  for 
the  maintenance  of  proper  ventilation  and  to  prevention 
of  overcrowding  of  scholars  in  the  class-rooms.  On  the 
schools  re-assembling  after  the  summer  holidays  I antici- 
pated a further  increase  of  the  disease  and,  in  order  the 
better  to  cope  with  it,  I applied  for  additional  help  for  the 
Medical  Inspection  of  scholars — this  you  granted  me  and 
I engaged  two  medical  gentlemen,  at  £2  2s.  per  week,  to 
examine  scholars  at  the  North  and  Dover  road  Board 
schools  (which  schools  had  been  principally  affeCted 
before);  numerous  scholars  suffering  from  sore  throats 
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and  tonsillitis  were  quarantined,  and  I have  no  doubt 
this  was  the  means  of  preventing  a severe  increase  of 
Diphtheria,  and  the  number  of  cases  gradually  decreased 
till  the  middle  of  October  when  a sudden  rise  took  place 
which  continued  more  or  less  until  December  when  it 
gradually  died  out.  This  recrudescence  was  mainly  due  to 
St.  Peter’s  School  (which  had  so  far  escaped)  becoming 
infected.  I gave  inctructions  for  the  children  to  be 
medically  examined  which  had  the  effect  of  decreasing  the 
number  of  cases  notified,  nevertheless  the  disease  con- 
tinued to  exist,  and  on  my  advice  the  school  was  closed 
from  November  27th  for  one  month — with  very  satisfac- 
tory results,  for  although  a few  fresh  cases  occurred  in 
already  infected  houses  the  disease  died  out  by  the  middle 
of  December.  On  the  schools  being  closed  the  offices, 
which  were  in  a very  unsatisfactory  condition,  were  re- 
constructed and  defects  made  good. 

This  is  the  only  school  I have  had  to  close  in  toto.  In 
all  the  others  which  have  become  infected  since  the  defects 
found  in  them  have  been  remedied,  medical  inspection 
and  quarantine  of  any  scholars  suffering  with  sore  throats 
has  sufficed  to  keep  the  disease  in  check  and  prevent  its 
further  spread  in  such  school.  Therefore  I contend  the 
cost  of  medical  inspection  incurred,  although  apparently 
heavy,  has  not  been  money  thrown  away. 

I have  also  made  a house  to  house  inspection  of  the 
streets  most  affected,  viz.,  Bridge  street,  St.  Peter’s  street, 
Allandale  street,  Garden  road,  Queen  street,  Warren 
road,  besides  making  enquiries  and  inspecting  all  houses 
at  which  cases  were  notified.  The  result  you  have 
already  before  you  in  my  special  report.  I would  further 
suggest  that  the  sewers  in  those  streets  should  be 
examined  and.  if  found  defective,  it  would  conduce  greatly 
to  the  health  of  the  town  if  they  were  relaid.  In  fact  the 
sewer  in  St.  Peter’s  street,  the  north  side  of  which  was 
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heavily  affected,  was  found  to  be  defective;  it  has  been 
relaid  and  I have  received  no  further  notifications  from 
that  street.  As  a further  recommendation  I would  urge 
that  in  future  all  Board  schools,  or  those  receiving 
Government  Grants,  should  be  under  medical  inspection 
and  also  in  times  of  epidemic  the  scholars  should  be 
frequently  examined  by  a recognized  Government  officer. 
I again  impress  upon  you  the  necessity  of  urging  the 
responsible  authorities  of  all  schools  to  attend  to  the 
maintenance  of  an  efficient  ventilation  of  classrooms  and 
to  so  arrange  that  they  may  not  be  overcrowded.  Too 
little  consideration  is  paid  to  the  cubic  air  space  pro- 
vided for  scholars,  and  I am  of  opinion  that  the 
regulation  allowance  is  most  inadequate. 

Scarlet  Fever. — There  have  been  89  notifications  of  this 
disease  during  the  year  but  no  deaths  have  been  caused 
by  it.  All  the  cases  have  been  of  a mild  type  and  to 
this  cause  is  due  the  persistence  of  the  disease.  The 
distribution  of  the  cases  is  as  follows  : 

In  the  1st  quarter  26  cases  were  notified. 

,,  2nd  ,,  19  ,,  ,, 

)>  3fd  >!  6 ,,  ,, 

,,  4th  ,,  3^  J>  !> 

The  cases  in  the  first  quarter  were  a continuation  of 
the  epidemic  of  1893,  which  gradually  died  out. 

Of  those  of  the  second  quarter,  six  were  imported 
from  London,  and  the  others  occurred  principally  among 
children  attending  private  schools  who  had  lately  re- 
turned after  the  Easter  Holidays. 

In  the  third  quarter,  six  cases  occurred,  one  being 
distinctly  imported,  the  others  occurred  spasmodically,  no 
definite  cause  of  infection  being  traceable  but  in  all 
probability  due  to  infection  by  some  mild  cases  that  had 
escaped  observation,  for  this  was  distinctly  the  cause  of 
the  sudden  increase  in  the  fourth  quarter,  when  the 
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Wesleyan  Schools  became  infected  in  the  middle  of 
November.  I inspected  the  children  at  this  school  and  on 
inquiry  found  a case,  at  the  home  of  one  of  the  scholars, 
in  a peeling  condition.  The  scholar  was  kept  from 
school  and  the  school  was  disinfected,  and  this  was 
again  repeated  on  other  cases  occurring.  After  this  only 
two  cases  were  notified  among  the  scholars  and  these 
occurred  after  a lapse  of  ten  days  from  the  date  of  dis- 
infection, when  I again  found  another  case  in  a peeling 
stage  at  the  home  of  one  of  the  scholars,  it  having  been 
so  mild  at  the  time  of  onset,  that  the  mother  had  never 
even  kept  the  child  in  bed,  and  it  was  only  on  being 
called  in  on  account  of  the  glands  in  the  neck  been 
swollen  that  I discovered  it  was  peeling.  It  was  on  this 
account  and  to  force  parents  to  take  proper  precaution 
with  their  children,  that  I advised  you  at  the  end  of 
December  to  take  proceedings  against  a palpable  instance 
of  wilful  exposure  in  the  streets,  of  a child  peeling  after 
Scarlet  Fever,  the  case  having  been  notified  as  such,  and 
the  parents  repeatedly  warned.  I regret  to  say  no  pro- 
ceedings were  taken,  as  the  proposal  to  prosecute  was 
not  seconded.  On  the  Wesleyan  School  being  closed  for 
the  Christmas  holidays,  I gave  instructions  for  the  school 
to  be  thoroughly  disinfected  and  the  air  inlets  of  the 
ventilators  to  be  cleansed  and  regularly  inspected.  This 
was  carried  out  under  the  supervision  of  the  Sanitary 
Inspector. 


Typhoid. — There  have  been  seven  notifications,  with  two 
deaths,  of  this  disease.  In  six  out  of  the  seven  cases 
the  patients  arrived  in  the  town  suffering  from  the 
disease,  two  of  these  died — one  being  a patient  at  the  St. 
Andrew’s  Convalescent  Home,  the  other  a visitor  from 
Essex.  The  seventh  case  was  of  a very  mild  character  and 
no  definite  excuse  could  be  traced. 


Measles. — There  was  a slight  outbreak  of  Measies  during  the 
latter  half  of  June  and  July  which  gave  rise  to  one  death. 
Through  the  courtesy  of  some  of  my  medical  colleagues 
I was  informed  of  many  cases,  and  thus  was  enabled  to 
exercise  more  supervision,  and  by  quarantining  children 
from  infected  houses  and  giving  instructions  as  to  isola- 
tion, I believe  the  progress  of  the  disease  was  very  much 
checked  and  it  soon  disappeared.  It  was  brought  into  the 
town  frequently  by  visitors  during  the  early  part  of  the 
year,  but  was  kept  in  abeyance  by  having  timely  notice 
of  those  cases,  but  it  finally  got  a hold  in  the  town  from 
fresh  importation  with  the  above  result.  I wish  again  to 
impress  you  with  the  necessity  of  including  this  disease 
in  the  Infectous  Diseases  Notifications  Act — if  only  for  a 
limited  period — for  my  this  means  only  can  we  effectually 
deal  with  the  first  cases  and  so  prevent  it  from  becoming 
widely  spread  before  it  is  recognized. 

Small-Pox. — In  May  a case  of  Small-Pox  was  reported  which 
occurred  in  a patient  who  had  a few  days  before  arrived 
from  Sittingbourne,  via.  London.  The  case  was  promptly 
removed  to  the  Small-Pox  Hospital ; all  bedding,  etc., 
was  destroyed  : and  persons  with  whom  she  had  lately 
been  in  contact  were  re-vaccinated.  No  further  case 
occurred  in  consequence.  This  is  the  first  case  that  has 
occurred  in  the  Borough  for  (I  believe)  nine  years, 
years. 

Diarrhoea. — There  have  been  only  three  deaths  due  to 
dirrahoea — which  speaks  well  for  the  sanitary  condition  of 
the  Borough. 

INFECTIOUS  HOSPITALS. 

Small-Pox  Hospital. — This  is  in  fairly  good  condition,  and 
was  found  to  be  in  good  order  and  quite  prepared  for  the 
reception  of  the  case  of  small-pox  already  alluded  to.  I 
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have  visited  it  on  three  occasions  since  and  have  found 
everything  in  a satisfactory  state. 

Sanatorium. — This  establishment  has  had  a severe  test  dur- 
ing the  year.  No  less  than  50  per  cent,  of  the  cases  of 
diphtheria  and  scarlet  fever  notified  having  been  admitted. 
Under  the  present  administration  it  has  worked  very  well 
and  given  every  satisfaction.  The  staff  has  been  increased 
by  the  engagement  of  a probationer,  in  consequence  the 
necessity  of  procuring  a special  nurse  (which  frequently 
occurred)  has  been  avoided  and  a saving  has  resulted. 
During  the  year  the  drainage,  which  was  found  to  be 


defective,  has  been  relaid.  There  were  183  patients 
admitted  during  the  year,  viz.  : — 

Diphtheria  ...  138 

Scarlet  Fever  ...  45 

Total  ...  183 

Deaths ; — 

Diphtheria  ...  26 

Scarlet  Fever  ...  o 

Total  ...  26 

Under  Treatment  December  31st: — 

Scarlet  Fever  ...  14 

Diphtheria  ...  2 

Total  ...  16 


Extension  of  Sanatorium.— Three  acres  of  land  have  been 
purchased  adjacent  to  the  present  site. 

Before  submitting  plans  of  this  extension  it  was 
deemed  advisable  to  procure  information  with  regard  to 
thelatest  improvements,  etc., in  Infectious  Hospitals,  and  in 
consequence,  a deputation  was  sent  down  to  Birmingham 
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and  Leamington  to  inspect  the  various  hospitals  there — 
which  are  typical  of  the  latest  approved  style — a report 
has  been  drawn  up  and  circulated  among  the  Members. 
Since  then  plans  have  been  prepared  and  submitted  to 
your  inspection  for  the  erection  of  a new  administrative 
block  ; two  extra  infectious  blocks,  containing  twelve 
beds  each  ; and  the  re-arrangement  of  the  existing  build- 
ings, to  be  used  for  paying  patients  and  an  isolation  ward 
for  doubtful  cases.  The  question  arises,  which  is  the  most 
advantageous  means  of  drainage  for  the  new  buildings — 
and  until  this  is  settled  no  further  progress  can  be  made. 
I consider  it  is  most  important  that  there  should  be  a 
separate  block  for  each  disease.  At  present  we  have  only 
one  block  for  the  treatment  of  diseases,  i.e.,  scarlet  fever  and 
diphtheria — which  is  far  from  satisfactory : and  until  there 
is  another  distinCt  block  for  the  accommodation  of  diph- 
theria patients,  there  is  always  a risk  of  communication 
with,  or  some  chance  infection  of  other  patients  suffering 
from  another  disease  which  I think  is  a strong  plea  for 
urgency  in  the  extension  of  the  Sanatorium. 

LEGISLATION. 

Housing  of  the  Working  Classes  Act. — In  conjunction  with 
the  Sanitary  Inspector  I inspected  and  reported  on  the 
condition  of  64  houses,  in  different  parts  of  the  Borough, 
which  were  unfit  for  human  habitation.  Many  of  them 
are  very  old  houses  and  have  been  allowed  to  become 
dilapidated.  As  a result  of  serving  notices  upon  the 
Owners  5 have  been  rendered  fit  for  habitation,  3 are 
being  reconstructed,  and  2 have  been  closed  altogether. 
The  above  64  houses  are  situated  in  the  old  parts  of  the 
town  and,  taking  into  consideration  its  origin,  it  is  not  to 
be  wondered  at  that  there  are  a certain  number  in  a 
dilapidated  condition  and  not  up  to  modern  requirements, 
as  well  as  some  unfit  for  human  habitation  on  account  of 
be  ng  shut  in  by  other  buildings.  In  order  to  remedy  these 
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defecfts  Part  III.  of  the  Housing  of  the  Working  Classes 
Atft  has  been  adopted,  and  a scheme  is  under  consideration 
for  the  acquirement  of  land  whereon  to  build  cottages  for 
the  accommodation  of  the  people  who  would  have  to  be  dis- 
possessed in  order  to  pull  down  or  reconstruct  these  houses 
as  the  case  might  be.  This  is  necessary,  otherwise  gross 
over-crowding  wonld  arise  which  would  make  matters 
worse.  Although  many  obstacles  have  to  be  overcome, 
the  scheme  is  receiving  serious  attention,  and  I trust  will 
shortly  be  satisfactorily  carried  out. 

Public  Health  Amendment  Act.— I again  draw  your  attention 
to  the  powers  you  possess  in  making  bye-laws,  under  Sec, 
23  of  this  ACt,  with  regard  to  closets  and  drainage  extend- 
ing to  houses  erected  before  the  passing  of  the  Public 
Health  Act,  1875,  the  existing  Bye-Laws  relating  to  new 
buildings,  and  I request  you  to  consider  the  same. 

Building  Bye-Laws. — I beg  to  draw  your  attention  to  the 
necessity  of  remodelling  that  part  of  the  Sec.  48  which  deals 
with  the  sufficiency  of  air  space  about  buildings  to  secure 
the  free  circulation  of  air,  etc.,  so  as  to  make  this  clause 
apply  only  to  streets  which  were  in  existence  at  the  date 
of  the  passing  of  the  Folkestone  Improvement  Act,  1855, 
the  term  “ street  ” being  interpreted  in  its  popular  sense 
as  a thoroughfare  with  houses  on  each  side.  This  would 
prevent  houses  being  built  on  such  thoroughfares  or  high- 
ways as  the  more  distant  parts  of  Sandgate  road,  Cheriton 
road,  Broadmead  road,  Dover  road  and  Canterbury  road 
without  sufficient  air  space,  as  under  the  present  inter- 
pretation of  the  word  “ street  ” can  now  be  done.  In- 
stances of  this  kind  have  occurred  during  the  past  year — 
whereby  practically  the  whole  air  space  has  been  taken 
up  by  buildings.  This  I consider  prejudicial  to  health, 
and  if  the  clause  is  not  remodelled  you  will  find  very 
serious  over-crowding  of  buildings  on  land  and  in  localities 
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where  it  is  least  desirable.  The  tendency  of  modern  ideas 
is  to  provide  open  spaces  around  buildings,  and  not  to 
form  rookeries. 

F)od  and  Drugs  Act. — I must  congratulate  the  town  on  the 
condition  of  its  food  supply.  No  seizures  of  food  unlit  for 
human  consumption  have  occurred,  although  a strict 
watch  has  been  kept  over  it.  Twelve  samples  of  milk 
have  been  taken  during  the  year,  two  only  were  found 
deficient  in  fat,  a conviction  was  obtained  in  one  case. 

Slaughter  Houses. — The  nine  slaughter  houses  have  been 
periodically  inspected  and  were  found  to  be  in  as  good 
coidition  as  is  possible  in  their  present  situation. 

I must  again  draw  your  attention  to  the  sites  of  some 
of  tfem  which  are  placed  in  crowded  neighbourhoods, 
making  them  difficult  of  access  and  liable  to  become  a 
nuisaice  unless  very  carefully  looked  after.  A properly 
constricted  abattoir  would  do  away  with  all  objections,  if 
a suitable  position  could  be  procured  ; and  I again  take 
this  opportunity  of  impressing  upon  you  the  necessity  for 
such  a bidding. 

Public  Sewers. — The  following  particulars  of  the  work  done 
during  the  year  have  been  kindly  furnished  me  by  Mr. 
White,  the  Borough  Engineer: — 

The  conpletion  of  the  new  6ft.  by  4ft.  high-level  out- 
fall sewer,  on  the  Stade,  from  the  South  Eastern 
Railway  Company’s  Works  at  the  East  Head  to 
Tonfne  Street; 

A new  36b.  iron  pipe  outfall; 

A new  24m  intercepting  sewer,  in  Cheriton  Road, 
from  Rcdnor  Park  Road  to  Manor  Road  ; 


A new  i2in.  by  15m.  sewer,  in  Cherry  Garden  Lane, 
from  the  2410.  sewer  in  the  fields  to  Cheriton 
Road  ; 

A new  i2in.  sewer,  in  Cheriton  Road,  from  Cherry 
Garden  Lane  to  the  Municipal  boundary  ; 

The  reconstruction  of  the  sewer  in  Sandgate  Road, 
from  Castle  Hill  Avenue  to  Clifton  Road,  and 
substituting  a 24m.  pipe  in  lieu  of  an  i8in.  pip« ; 

The  reconstruction  of  the  sewer  in  Clifton  Road  aid 
putting  in  an  i8in.  pipe  in  lieu  of  a 15m.  pipe; 

The  reconstruction  of  the  sewer  in  Clifton  Crescent 
with  a 15m.  pipe  in  lieu  of  a i2in.  pipe. 

The  reconstruction  of  the  sewer  in  Sandgate  Road, 
Clifton  Road  and  Clifton  Crescent  became  necessiry  on 
account  of  the  rapid  growth  of  the  town  in  that  direction, 
and  it  also  provides  for  the  future  buildings  which  are 
in  contemplation  on  site  of  the  Polo  ground.  Althoagh  it  is 
impossible  that  work  of  this  nature  can  be  ca'ried  out 
without  some  offence  I am  glad  to  say  that  the  pre- 
cautions adopted  by  your  Surveyor  reduced  the  nuisance 
arising  from  the  same  to  a minimum  ; and  it  is  a matter  of 
congratulation  that  the  work  has  been  dole  so  expe- 
ditiously and  with  so  few  complaints.  With  the  comple- 
tion of  these  works  I may  say,  the  state  of  themain  sewers 
in  the  Borough  are  in  a very  satisfactory  coidition.  The 
only  one  now  requiring  attention  is  that  in  Dover  Road  ; 
numerous  cases  of  infectious  diseases  haveoccurred  in  the 
line  of  this  sewer,  which  is  a strong  reasor  for  its  examin- 
ation and  reconstruction.  I would  also  ecommend  that 
the  old  brick  sewer  in  St.  Peter’s  Street  be  taken  up  and 
a suitable  glazed  pipe  sewer  be  laid  in  /ts  stead — this  is 
all  the  more  necessary  as  the  lane?  above,  formerly 
belonging  to  Mr.  Clarke,  of  Grove  Hquse,  is  about  to  be 
laid  out  for  building  purposes,  and  w/uld  be  drained  into 
the  St.  Peter's  Street  sewer.  In  a foxier  report  I alluded 
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to  the  necessity  of  ventilation  of  the  sewers  by  up-cast 
shafts,  and  I hope  that  every  advantage  will  be  taken  of 
permission  by  householders  for  their  erection.  I consider 
this  most  necessary,  as  also  the  periodical  flushing  of  the 
sewers,  to  which  I also  referred  in  the  same  report,  more 
especially  in  those  having  a flat  gradient  as  in  Broadmead 
Road,  Bournemouth  Road,  and  others  as  your  Surveyor 
may  think  requisite,  and  would  be  easily  carried  out  by 
the  insertion  of  flushing  valves,  or  sluices  in  existing  man- 
holes, and  where  these  did  not  exist  they  should  be 
inserted.  Since  the  sewer  in  Tontine  street  has  been  relaid 
there  have  been  no  complaints  of  flooding  of  basements, 
as  was  usually  the  case  in  the  low-lying  districts  after 
heavy  rains,  notwithstanding  the  very  heavy  rainfall 
there  has  been  this  year. 

Water  Supply. — The  public  water  supply  is  of  excellent 
quality,  and  the  quantity  shows  no  sign  of  diminution,  on 
the  contrary,  it  has  increased  with  the  extension  of  head- 
ings driven  from  the  main  well,  which  has  enabled  the 
Company  to  increase  the  area  of  the  large  reservoir,  the 
capacity  of  which  is  now  12,000,000  gallons.  The  average 
daily  consumption  is  720,000  gallons,  so  that  there  is  an 
ample  margin  to  provide  for  the  extension  of  the  Borough. 
Occasionally  there  have  been  complaints  of  the  water 
being  coloured  : this  is  generally  attributable  to  one  of 
two  causes,  either  the  cistern  in  the  intermittent  area  of 
supply  require  more  frequent  and  regular  cleansing  or,  to 
the  possible  condition  that  the  water  mains  in  other  cases 
require  more  frequent  flushing,  as  there  is  a liability  of 
rust,  etc  , becoming  deposited  in  some  instances,  and  in 
others  it  is  caused  by  pipes  being  relaid,  and  a certain 
amount  of  discoloration  is  sure  to  take  place  after  the  first 
flow  of  water  through  them. 

The  following  are  copies  of  Analysis  made  during 
December  by  Mr.  Sidney  Harvey,  the  Borough  Analyst : 
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(COPY.) 

South  Eastern  Analytical  Laboratory, 

19  Watling  Street, 

Canterbury. 

December  3rd,  1894. 

Water  Analysis.  Folio  10249. 

Folkestone  Water  Works  Company. 

Sample  marked  as  below.  Received  November  30th. 

N.B. — All  numerical  results  expressed  in  grains  per 
gallon. 


Description  or  number  of  Sample  taken  from 
outlet  pipe  at  Works: 

Appearance , Clear.  Color  in  2ft.  tube , Pale  blue. 
Smell,  None. 

Chlorine  in  Chlorides,  2-17 . 

Phosphoric  Acid  in  Phosphates,  Practically  absent. 
Nitrogen  in  Nitrates,  0-22. 

Ammonia,  0-0067. 

Albuminoid  Ammonia,  0-0042. 

Oxygen  absorbed  in  15  Minutes,  Traces  only. 

Oxygen  absorbed  in  4 hours,  0-044. 

Hardness  before  boiling  (total),  20  6. 

Hardness  after  boiling  (permanent),  3-8. 

Total  solid  matter,  25-76. 

Microscopical  examination  of  deposit,  Slight  and  un- 
important. 

Metallic  impregnation,  None. 


Remarks. — The  above  results  are  satisfactory 
throughout  and  indicate  water  of  great  organic  purity. 
Next  to  the  sample  reported  upon  October  12th 


(Report  folio  10,229)  this  is  one  of  the  best  samples 
hitherto  received  from  these  works. 

(Signed)  SIDNEY  HARVEY,  F.I.C., 

Public  Analyst, 

Borough  of  Folkestone. 
(COPY.) 

South  Eastern  Analytical  Laboratory, 

19  Watling  Street, 

Canterbury. 
December  18th,  1894. 

Water  Analysis.  Folio  10,256. 

Folkestone  Water  Company. 

Sample  marked  as  below.  Received  December  17th. 

N.B. — All  numerical  results  expressed  in  grains  per 
gallon. 


Description  or  number  of  Sample — New  bore 
hole  No.  6.  Well,  150ft.  from  surface. 

Appearance,  Clear. 

Color  in  2ft.  tube,  Greenish  blue. 

Smell,  None. 

Chlorine  in  Chlorides,  1-89. 

Phosphoric  Acid  in  Phosphates,  Practically  absent. 
Nitrogen  in  Nitrates,  0-07. 

Ammonia,  0-0182. 

Albuminoid  Ammonia,  0-0017. 

Oxygen  absorbed  in  15  minutes,  Slight  traces  only. 
Oxygen  absorbed  in  4 hours,  0-036. 

Hardness  before  boiling  (total),  17-7.  In  terms  of 
Carbonate  of  Lime. 

Hardness  after  boiling  (permanent ) 1-8.  In  terms  of 
Carbonate  of  Lime. 

Total  solid  matter,  25-48. 

Microscopical  examination  of  deposit,  Slight  and 
unimportant. 

Metallic  impregnation,  None. 
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Remarks. — The  above  results  are  very  satisfactory 
throughout  and  indicate  water  of  great  organic 
purity. 

This  supply  closely  resembles  in  character  that 
reported  upon  October  nth  last  (Folio  10,229)  to 
which  latter  it  is  quite  equal  in  purity,  while  the 
total  hardness  is  nearly  a grain  less. 

(Signed)  SIDNEY  HARVEY,  F.I.C., 

Public  Analyst, 

Borough  of  Folkestone. 

I have  not  had  any  complaints  during  the  year  of 
deficiency  in  the  supply.  In  some  of  the  streets  in  the 
North  Ward  no  proper  storage  tanks  were  provided, 
consequently,  they  often  ran  short— this  being  part  of  the 
intermittent  supply  area.  It  will  be  a great  boon  to  the 
town  when  the  constant  supply  is  extended  to  all 
districts. 

A constant  watch  is  kept  upon  the  quality  ot  the 
various  well-water  in  the  Borough.  During  the  year 
samples  from  13  different  wells  were  submitted  for 

analysis  In  seven  instances  they  were  found  to  be  pol- 
luted, and  in  consequence  four  of  the  wells  were  closed 
and  the  public  supply  laid  on  ; one  was  cleansed,  repaired 
and  deepened ; and  one  was  prohibited  for  dietitic  use. 

Meteorology. — The  station  situated  in  the  grounds  of  the 
Sanatorium,  as  well  as  the  instruments,  was  inspected 
during  the  year  by  Mr.  Marriott,  of  the  Meteorological 
Society.  Appended  is  the  Meteorological  Report  for  the 
year. 


FOLKESTONE  METEOROLOGICAL  CHART,  1894. 
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I beg  to  enclose  the  Reports  of  the  Sanitary 
and  Building  Inspector. 

I remain,  Gentlemen, 

Your  obedient  Servant, 

M.  G.  YUNGE-BATEMAN, 

M.R.C.S.,  L.S.A.,  D.P.H.,  (Camb.) 

Medical  Officer  of  Health. 

To  His  Worship  the  Mayor , 

and  Sanitary  Authority. 


% 
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Buildings  Inspector's  Annual  Report. 

Sanitary  and  Buildings  Inspector’s  Office, 

Folkestone. 

January  9th,  1895. 

To  His  Worship  the  Mayor  and  Members 
of  the  Corporation. 

Gentlemen, 

I beg  to  submit  my  fifth  Annual  Report  as 
Buildings  Inspector  for  the  year  ending  December 
31st,  1894. 

Plans  of  137  new  buildings  and  n of  altera- 
tions and  additions  to  premises  have  been  approved 
by  the  Buildings  Committee  during  the  past  year. 
Two  of  the  new  buildings  have  not  yet  been  com- 
menced, and  one  addition  to  premises — showing 
that  135  houses  and  10  additions  to  premises 
have  been  erected  during  the  past  year  or  are  in 
course  of  erection. 

I have  made  1215  inspections  of  buildings  in 
course  of  erection,  and  387  inspections  of  drainage 
to  new  buildings  to  ascertain  if  any  Breaches  of  the 
Bye-Laws  existed.  In  10  instances  it  was  necessary 
to  serve  notices  on  builders  to  conform  to  the  Bye- 
Laws,  which  were  complied  with,  with  one  exception. 
Proceedings  were  taken  in  one  instance  to  compel 
compliance  with  the  Bye-Laws,  but  the  case  was 
dismissed  when  before  the  Borough  Bench.  One 
house  had  become  occupied  before  the  same  was 
finally  inspected  and  fit  for  habitation,  but  was 
immediately  vacated  on  Notice. 

I am,  your  obedient  servant, 

JOHN  PEARSON,  . 

Buildings  Inspector. 
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Sanitary  Inspector's  Annual  Report. 

Sanitary  and  Buildings  Inspector’s  Office, 

Folkestone. 

January  9th,  1895. 

Sanitary  Inspector's  Annual  Report. 

To  the  Mayor  and  Members  of  the  Urban  Sanitary 
Authority. 

Gentlemen, 

I herewith  submit  my  fifth  Annual  Report  for 
the  year  ending  December  3 1st,  1894,  showing  the 
amount  of  work  undertaken  and  carried  out  by  me 
in  the  Abatement  and  suppression  of  Nuisances  and 
other  duties  imposed  upon  me  nnder  the  “ Public 
Health  Act,”  1875,  and  other  statutes,  or  bv  the 
Orders  of  Local  Government  Board. 

The  Inspection  of  the  District  has  been 
systematically  carried  out  during  the  year,  and 
every  means  taken  to  keep  it  in  a good  sanitary 
condition,  and  wherever  nuisances  were  found  to 
exist,  Notices  were  promptly  served  on  the  persons 
responsible  to  abate  the  same. 

During  the  year  I have  inspected  914  houses 
in  a house  to  house  inspection,  136  on  receiving 
complaint  of  Nuisances  arising  therein.  In  664 
I discovered  sanitary  defects  which  required  the 
serving  of  381  Notices.  In  most  cases  the  Notices 
were  promptly  complied  with,  but  in  29  cases  a 
second  Notice  threatening  proceedings  resulted  in 
the  necessary  works  being  carried  out.  In  two 
cases  it  was  necessary  to  take  proceedings  before 
the  Borough  Bench,  when  orders  were  obtained  for 
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the  work  to  be  done  ; 623  re-inspections  were 
necessary  to  ensure  the  nuisances  being  abated  and 
the  necessary  work  carried  out  in  a proper  manner. 

The  following  table  shows  nuisances  abated 
and  sanitary  defects  remedied  : 

35  Foul  and  Defective  Pan  w.c.s  and  D traps  removed  ; 

87  Soil  pipes  removed  outside  and  ventilated  ; 

95  Foul  Long-hopper  w.c.s  removed  and  wash-down  w.c.s 
fixed ; 

43  sinks  trapped  or  disconnected  from  drain; 

81  Back  yards,  passages  and  wash-house  floors  repaired 
or  relaid ; 

56  Blocked  drains  cleansed  ; * 

63  Defective  and  brick  drains  reconstructed  with  glazed 
sanitary  pipes ; 

28  Defective  bell-traps  removed  and  syphon  traps  sub- 
stituted ; 

22  Separate  water  supplies  provided  where  the  drinking 

water  was  found  to  be  drawn  from  the  same  cistern 
as  supplied  w.c. ; 

25  Bath  and  lavatory  waste  pipes  trapped  and  dis- 
connected from  drain  ; 

58  Defective  roofs  repaired  which  caused  dampness  in 
houses ; 

41  Houses  provided  with  proper  guttering  and  down- 
spouts or  repaired  ; 

12  Nuisances  from  keeping  fowls  and  animals  in  dirty 
condition  abated  ; 

23  Foul  accumulations  of  refuse  removed  ; 

15  Dirty  houses  cleansed  on  notice  ; 

8 Cases  of  over-crowding  ; 

12  Drinking-water  cisterns  provided  with  proper  covers; 

18  Storage  tanks  provided  to  houses  in  intermittent  area. 

In  addition  to  the  above  a large  number  of  minor 
nuisances  have  been  abated  during  the  past  year  on  verbal 
request  or  by  letter. 
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Particular  attention  has  been  paid  during  the  past  year 
to  the  Sanitary  condition  of  the  Public  Elementary  Schools. 

At  Christ  Church  schools  the  main  drain  has  been  partially 
redaid  and  a disconnecting  chamber  constructed  ; ventilators 
provided  at  the  head  of  each  branch  drain  ; leaks  under  the 
w.c.s  made  good  and  portions  of  the  school  yard  cement 
concreted. 

At  St.  Mary’s  schools,  intercepting  syphon  traps  have 
been  fixed  on  drain  ; additional  flush  provided  to  latrines  ; 
ventilator  fixed  at  the  head  of  the  drain ; syphon  traps  fixed  in 
place  of  defective  bell  traps  and  the  school  yard  repaired. 

At  St.  Peter’s  schools,  the  floors  of  the  urinals  have  been 
pared  with  cement  concrete  ; automatic  flush  tanks  fitted  to 
the  w.c.s  ; weep  pipes  fixed  to  the  urinals  and  sink  waste  pipe 
disconnected  from  drain. 

At  the  Wesleyan  schools,  a disconnecting  chamber  has 
been  fixed  on  the  drain  ; new  urinals  and  w.c.s  have  been 
constructed  with  automatic  flushing  tanks. 

At  St.  Saviour’s  school,  the  ventilation  has  been  improved. 

At  the  North  Board  school  a disconnecting  chamber  has 
been  constructed  and  a considerable  portion  of  the  drain, 
which  was  falling  the  wrong  way  and  had  defective  joints,  has 
been  relaid  ; the  ventilation  of  the  drain  improved  and  a more 
rapid  and  frequent  flush  to  the  latrines  provided. 

Saniaary  Certificates. 

A total  of  413  houses,  hotels  and  business  premises  now 
have  Sanitary  Certificates,  113  of  which  have  been  granted 
during  the  past  year.  This  important  procedure  of  granting 
Certificates  to  houses  where  the  Drainage  and  Sanitary  Con- 
struction comply  with  the  Bye-Laws,  together  with  the 
application  of  the  smoke  and  other  tests,  represent  a large 
amount  of  work  accomplished  during  the  year. 

Over-Crowding. 

A careful  house  to  house  inspection  has  been  made  by 
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your  Inspector  of  Bridge  street,  Young’s  road,  Bradstone  road, 
Mill  bay  and  Radnor  street,  and  a Special  Report  made  to 
the  Sanitary  Committee,  showing  that  46  cases  of  overcrowd- 
ing exist  in  these  streets. 


Port  Sanitary  Authority. 

I have  inspected  1 13  coast-wise  vessels,  18  foreign  vessels, 
and  have  made  14  inspections  of  the  South  Eastern  Railway 
Company’s  steamers.  The  vessels  were  found  in  a satisfactory 
Sanitary  state  with  one  exception,  where  an  order  was  made 
to  cleanse  forecastle  and  water  tanks. 

Housing  of  the  Working  Classes  Ad. 

During  the  past  year  the  Medical  Officer  of  Health  and 
myself  have  inspected  64  houses  and  have  made  a Special 
Joint  Report  to  the  Authority  condemning  these  houses  as 
being  unfit  for  human  habitation.  The  requisite  Notices  have 
been  served  on  the  respective  Owners  to  render  the  houses  fit 
for  human  habitation. 

Four  of  these  houses  have  been  demolished,  two  closed 
absolutely,  three  are  in  progress  of  re-construCtion,  and  five 
have  been  rendered  fit  for  habitation. 

Water  Supply. 

Thirteen  samples  of  well-water  from  different  parts  of  the 
Borough  have  been  submitted  to  the  Public  Analyst,  seven  of 
which  were  certified  to  be  polluted.  Four  of  the  wells  were 
closed  and  the  Water  Company’s  water  laid  on,  one  was 
cleansed,  repaired  and  deepened,  and  one  was  prohibited  to 
be  used  for  dietetic  purposes. 

Fadory  and  Workshops  A d. 

The  Factories  and  Workshops  in  the  Borough,  number- 
ing 29  non-textile  factories  and  31  workshops,  have  been  in- 
spected and  have  been  found  fairly  satisfactory.  In  two  cases 
it  was  necessary  to  serve  Notices  to  cleanse  and  white- 
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wash  the  walls  and  ceilings;  and  the  homes  of  23  out- 
workers were  inspected  and  found  satisfactory. 

Slaughter-Houses. 

The  nine  slaughter  - houses  in  the  Borough  have  been 
periodically  inspected  to  ensure  due  cleanliness  and  prompt 
removal  of  offal  and  other  refuse.  I had  occasion  to  report 
one  breach  of  the  Slaughter-House  Bye-Laws  when  a caution 
was  ordered  to  be  sent,  by  the  Committee,  to  the  Owner,  which 
was  duly  observed. 

In  other  respeCts  the  Slaughter-Houses  have  been  kept 
in  as  good  a Sanitary  condition  as  is  consistent  with  their 
positions. 

Common  Lodging-Houses. 

There  are  now  five  Common  Lodging-Houses  in  the 
Borough,  an  increase  of  one  on  the  past  year.  One  of  the 
houses  have  been  transferred  to  a new  occupier,  An  addition 
has  been  made  to  the  Radnor  Common  Lodging-House  of  a 
newday  kitchen  and  four  bedrooms.  Previously  the  day  kitchen 
was  an  under  ground  compartment  with  very  defective  light 
and  ventilation. 


Milkshops,  Dairies  and  Cowsheds. 

These,  numbering  54,  have  been  regularly  inspected  and 
have  been  found  to  be  kept  in  a good  Sanitary  condition,  with 
the  exception  of  the  Warren  Farm  Cowshed.  These  buildings 
had  become  very  dilapidated  and  insanitary.  On  a Notice  being 
served  on  the  Owner  the  Cowsheds  were  totally  re-constructed. 

Food  and  Drugs. 

The  various  shops,  slaughter-houses  and  fruiterers  barrows 
were  frequently  inspected  to  ascertain  whether  any  lood  was 
exposed  for  sale  as  human  food  which  was  unfit  for  that  purpose. 

It  is  gratifying  to  be  able  to  report  that  the  food  supply  of  the 
Borough  is  so  satisfactory  that  no  seizure  of  unfit  food  was  made 
during  the  past  year. 
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25  Samples  of  food  were  submitted  to  the  Borough  Analyst 
for  Analysis — 12  being  of  milk,  nine  of  butter,  three  of 
lard  and  one  of  whisky, 

Two  samples  of  the  milk  had  had  32  per  cent,  and  36  per 
cent,  respectively  of  fat  abstracted,  and  three  of  the 
butter  samples  were  certified  to  be  margarine,  and  were 
sold  contrary  to  the  provisions  of  the  “ Margarine  Act.” 

Proceedings  were  taken  against  one  of  the  milk  abstraction 
cases,  resulting  in  a penalty  of  20/-,  and  30/-  costs,  being  inflicted, 
and  in  one  of  the  margarine  cases  a penalty  of  1/-  was  inflicted.  I 
regret  to  report  that  in  two  of  the  margarine  cases  and  one  of 
milk  abstraction  no  proceedings  were  taken  as  the  proposal  to 
prosecute  was  not  seconded. 

Infectious  Diseases. 

During  the  year  182  patients  have  been  admitted  into  the 
Sanatorium.  Of  these  47  were  Scarlet  Fever  and  135  Diphtheria. 
The  fatal  cases  being  one  of  Scarlet  Fever  and  28  of  Diphtheria. 
A case  of  Smoll-Pox  was  also  treated  in  the  Small-Pox  Hospital : 
this  was  an  imported  case  of  mild  type  and  was  discharged 
after  six  weeks  isolation.  The  bedding  &c.,  which  had  been 
exposed  to  infection  at  the  patients’  house  was  destroyed  and  new 
bedding  substituted  at  a cost  of  £*]  4s.  4^d. 

Disinfection. 

223  houses  have  been  disinfected  during  the  past  year  where 
nfectious  diseases  had  occured,  together  with  the  bedding,  &c., 
which  had  been  exposed  to  infection.  A large  quantity  of  bed- 
ding, where  in  the  opinion  of  the  Medical  Officer  it  was  deemed 
necessary,  was  removed  to  the  Sanatorium  for  Disinfection  in  the 
apparatus  provided  for  that  purpose.  The  Medical  Officer  having 
ordered  the  disinfection  of  Christ  Church  schools,  St.  Mary’s 
schools,  North  Board  schools,  Wesleyan  schools  and  St.  Peter’s 
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schools,  which  was  thoroughly  carried  out  by  me  with  the  assistance 
of  the  respective  caretakers. 

I am,  Gentlemen, 

Your  obedient  servant, 

JOHN  PEARSON, 

Sanitary  Inspector. 


